Pre-requisite:- 


e HP ALM with project admin credential 

e HP ALM - V12.2 or above 

e HP ALM - Test set with external test type configured 
e Jenkins - V1.628 or above 


Step 1 - Download the plugin from the continuous validation SharePoint link - 


http://icp.ad.infosys.com/project/OFIVSCHZ/ContinuousValidation/Shared 
%20Documents/2.%20QA%2 0Artifacts/Reusable-Artifacts/hp-application- 
automation-tools-plugin.hpi 


Step 2 - Go to Jenkins url set up for your project and navigate to - Manage Jenkins - 
Manage Plugin - Advanced - Upload the *.hpi file 


t=) G hitp://localhost:2020/pluginManager/advanced 2 ~ ©) )Reusable-Artfacts— All Docum..| {2 Update Center [Jenkins] 


Jenkins Plugin Manager Fs 


No Proxy Host @ 


Advanced... 


Upload Plugin 


You can upload a .hpi file to install a plugin from outside the central plugin repository 


File: Browse... 


Update Site 
URL _ http://updates.jenkins-ci.org/update-center json 
Pe 
Update information obtained: N/A ago 
v 
(fk Help us localize this page Page generated: May 19, 2016 4:18:48 PMIST REST API Jenkins ver_ 1.651 


Step 3 - Clicking on the upload button, it will install the HP ALM automation plugin 
to your Jenkins instance. 


Step 4 - Navigate to Manage Jenkins - Configure system and scroll down until you 
see the details for HP Automation plug in as shown below: 


BP = ))| & http://localhost:2080/configure Q~e “Artifacts - All Docum..| ( Configure System [Jenkins] x | __ 


Jenkins configuration A 
u UUB=(LREUL=12U, BLKSIZE=240U, USURU=P5, RELIM=r5) 
INSPCTL1 DD DISP=NEW,UNIT=@TEMPO0,SPACE=(CYL,(1,1)), 
W DCB=(LRECL=80,BLKSIZE=800,RECFM=FB) 


MSYSTERM DD SYSOUT=* 
NSYSPROC DD DSN=ISP.SISPCLIB,DISP=SHR 
NFLMMSGS DD SYSOUT=(*) 
HPASCERR DD SYSOUT=(*) 
"ZFLMDD DD * 
ZFLMNLST=FLMNLENU = ZFLMTRMT=ISR3278 ZDATEF=YY/MM/DD 
r 
HSYSPRINT DD SYSOUT=(*) S 
NSYSTSPRT DD SYSOUT=(") 


Application Lifecycle Management 


ALM server 


ALM servername ai M Server 11.0 @ 

ALM server URL ttp://birkecivsaalm:8080/qcbin ® 

ALM servername wi M Server 11.5 © 

ALM server URL itp ://birkecivsaalm:8080/qcbin © 

ALM servername i 4 Server 12.5 © 

ALM server URL http://birkecivsape:8080/qcbin © 
| cceuemenenneenene 


Step 5 - Add on ALM server and provide the link to your HP ALM instance 


Step 6 - Create your build as per your customer project needs 


Step 7 - Under post build action - add post your results to HP ALM from the drop 
down menu. If this option doesn’t appear into your drop down then pls troubleshoot 
your installation issue. 


Step 8 - After adding the post build step, provide with your details 


pcum...| @ Tosca functional Config [Je.. 


Jenkins Tosca_functional configuration 
1% failing tests scores as 99% health. 5% failing tests scores as 95% health 


Advanced... 


Upload test result to ALM 
ALM server {ALM Server 11.0 V] (2) 
Username DemoUser02 (2) 
Password = oe tee (2) 
Domain DEMO_PURPOSE (2) 
Project DEMO_11 ® 
Testing Framework [JUnit] (2) 
Testing Tool TOSCA @ 
Test Folder TOSCA_SMOKE_Test (2) 
TestsetFolder = Tosca SMOKE_Test Set (2) 
Testing result file junitResult xml (2) 
Jenkins server URL http //localhost:8080 @ 


e User name: HP ALM username 

e Password: Password of HP ALM username 

¢ Domain: HP ALM domain where you have access 

e Project: HP ALM Project where you have access 

e Testing framework: Provide the testing framework from the dropdown menu 

e Testing tool: Optional field - provide your testing tool name 

e Testing folder: - provide the detail of the folder where you want TCs to be 
updated 

e Test set folder: The test set folder where test results will be updated 

e Test result file: test result file path where your test file is located 

e Jenkins server url: Optional - provide the Jenkins URL 


Step 9 - Click on apply and save. Your installation is done 


Step 10 - Run your tests and verify the test results are updated. 


